Series 500D Printers 

Front Feed & Split Platen 



Model 500D 
Model 501D 
Model 588D 


120 Characters Per Second 
165 Characters Per Second 
88 Characters Per Second 


Standard Features 

• Asynchronous Parallel Data Input 7/8 Bit ASCII 

• Elongated Bold Face Characters (Line by Line) 

• 60Hz. 115VAC 

• Original plus four Copies 

• 5 X 7 Matrix — 10 Point Type Equivalent 

• Bottom & Rear Paper Feed 

• 13.2 inches (335mm) Printable Width 

• 64 Characters Standard ASCII 

• Choice of 10.12 or 16.5 Characters per Inch 

• Full Line Buffer 

• LSI Electronics 

• Adapter Brackets for up to Two Forms Handling Devices 

• Power Supply for up to Two Forms Handling Devices 


Options 

• One Tractor Feed 

• Two Tractor Feeds (Split Platen) 

• One Front Feed 

• One Front Feed & One Tractor Feed 

• 9 X 7 Matrix — 10 Point Type Equivalent 

• Serial RS232C Interface 

• Variety of Parallel Interfaces 

• Additional Sets of 64. 96, or 128 Characters 

• 160 or 280 Character FIFO Buffer 

• 50Hz, 230VAC 

• Auto Motor control 

• Elapsed Time Indicator 

• Audio Alarm 


Specifications 

Data Rate - Serial: 
Parallel: 

Weight: 

Dimension: 

Temperature: (Operating) 
Humidity: (Operating) 


100 to 9600 Baud 

Up to 75,000 Characters Per Second 
44 Kg/96 pounds 

35 cm/13.75" High, 55 cm/21.5" Deep 
81 cm/32" Wide 
{+5®C to +40® C) 40®F to 100®F 
5% to 90% (no condensation) 







CENTRONICS REGIONAL SALES/SERVtCE OFFICES 


Eastern 
Centronics 
Building 22 
155 Middlesex Street 
Burlington. Mass. 01603 
Tel; (617) 272-6545 

Western 

Centronics 

2911 South Main St.. Suite 1 

Santa Ana. Calit. 92707 

Tal: (714) 979-6650 Twx: 910-595-192S 


Central 

Centronics 

Executive East Building. Suite 200 

1563 East Dorothy Lane 

Kettering. Ohio 45429 

Tel: (513J 294-0070 Twx: 810-459-1784 

Canada 

Centronics Data Computer (Canada) Limited 
1225 D Aerowood Drive 
Mississauga^ Ontario L4W 1B9 
Tel: (416) 625-0770 Twx; 610-492-4362 


Puerto Rleo 

Centronics of Puerto Rico. irtc. 
P.O. Box G 

Dorado. Puerto Rico 00646 
Tel; (809) 796-1861 Tlx: 36S9349 


CENTRONICS INTERNATIONAL SAtES/DISH^IBUTORS OFFICES 


Australia and New Zealand 
Standard Telephone and Cables Pty.. Ltd 
252-280 Botany Road 
Alexandria. Sydney NSW 2015 
Austrahs 

Tel: 69 0444 Tlx: 790 20206 

Belgium and Luxembourg 

Syneiec information Systems 

Avenue Louise 176 

1050 Brussels 

Tei; 647 67 12 Tlx: 22114 

Denmark 
A/S Dan bridge 
47 Bngadevej 
DK 2300 Copenhagen S. 

Tei: (01) 27-1575 Tlx: lOHS 

England 

Cantronics Data Computer (UK) Ltd. 
Royal Crest House 
22/26 Upper Muigrave Road 
Cheam. Surrey 

Tel: 01-643-0621/7 Tix; 945-756 
France 

Centronics Data Computer Corp. 

Represented by: Prest infor 

2, Rue Remilly 

7800 Versailles. France 

Tel: 951-7010. 7020 Tlx; 692669F 

Germany ^ 

Centronics Data Computer, GmbH 
Arabella—Center 
Lyoner Strasse 44-46 
6 Frankfurt/Mam. West Germany 
Tel: 663321/2 Tlx; 641413224 

Israel 

Elta Electronics industries Ltd 
P.O. Box 330 
Ashdod, Israel 
Tel: 055-31155 Tlx: 03607 

Italy 

Technltron 
00167 Roma 
20. Via G. Magih 
Tel: 806-647 Tlx: 68171 

Japan 

Brother Industries. Ltd 
No 35 9-Chome 
Horita-Dori. 

Mizuhi-Ku 
Nagoya. 467 Japan 
Tlx: 159906 


Korea 

Orieniai Computer Engineering Corp. 

C.P.O. Box 289 
Seoul. Korea 

Tel; 25-7256 Cable: ORICOMENG Seoul Tlx: K27239 
Lebanon 

Systems Techrioiogy Corp. S.A.L. 

Clemenceau Street 
Demerjian Bl^, 1st Floor 
P.O. Box 7934 
Beirut 

Tei: 366030/1 Tlx: 21154 Le 

Mexico 

Control V Proceso Electronics. S.A. 

AV. Juarez No. 14-2 PIso. Despachos 
Dei 201 AL 206 Mexico 1. D.P. 

Tel; 518-25-24. 512-65-19. 521-05-09 
510-12-18 Tlx: 1775626 

Nedieflanda 

ITT 

le van der Kunsiraai 
Post bus 1013 
Den Haag-2077 
Tei: 070-62-44-21 Tlx: 45589 

Norway 

Rodiand and Relismo A S. 

P.O. Box 6069 
Etterslad. Oslo 6 
Tal: (02) 674590 Tix: 16956 

Singapore 

General Engineers Associates, Pie. Ltd 
37. HIM Street 
Singapore 6 

Tel: 333651 Cable: Geneercorp 
South Africa 

Anker Data System—Pty.. Ltd 
House. $3 Jute Street 
Braamfontein. Johannesburg 2001 
Tel: 724-2161/5 Tlx. 960436112 

Spain and Portugal 

Orincoma. S.A. 
c/o Antonio Aamora. 67 
Madrid-11. Spain 
Tel: 246 67 82 Tlx; 23615 

Sweden and Finland 
Vaxjo Data Systems 
60 x 4055 
9-35004 
Vaxjo. Sweden 
Tel: 470 100 70 Tlx; 52136 



Switzerland 
ATEK NC-Systems AG 
Dahlienstrasae 7a 
CH-5200 Brugg 
Tei: 056/411261 Tlx: 56796 






centronics data computer corp. 

Imdson. ah. 0305I 

telefihonp(603)863 Oil! 

iwx (710) 228 6505/1*1194 3404 





